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os Member Quote: 

Le 3 >Fm S Sicarman < 


If measurement is greater than 39 mm (1 17/32 in.), engine mount assembly does not require replacement 


Join Date: May 2002 
Location: Laguna Bch, CA 


Posts: 4,159 Mine registered just short of that figure, but I'm assuming that the 39 mm figure is not imbedded in cement. I'm 


1995 S12 changing mine anyway . 


Quote: 
>Fm Frank < 


They say a picture is worth a 1000 words. Maybe this will make things clearer and easier to understand. 


It was those very pictures which I remember seeing. Thank you for the re-publication of them. 


After examining > S Sicarman's < 
referrence site >Here<, from above, it gives a much larger picture. It more clearly shows where to place the measuring 
tool, with particular notation regards the lower measuring stick. 


Additional reference & information, from which I extracted the above information is located here >Here<. 


> 95 SL 2 = 653,369 Miles 40.4 MPG, as of 5/20/11. My manual Radiator Fan Switch, courtesy of Wolfman's patient 
installation guidance, continues to be....... invaluable < The car was retired 


REWARD EXCELLENCE! 
Ma Rate the quality of this post and help Luke reputation points. Click the reputation button near the bottom left corner of this message box. Thank you! 
ie} 
Cm ED 
SaturnFans.com Sponsored Links 


fm 04-04-2006, 09:57 AM 


Lu ke a Re: Upper Engine Mount Measurement & Measuring 


Master Member 


i > 95 SL 2 = 653,369 Miles 40.4 MPG, as of 5/20/11. My manual Radiator Fan Switch, courtesy of Wolfman's patient 
Join Date: May 2002 installation guidance, continues to be....... invaluable < The car was retired 


Also fm David 93 SL 2 m, 4/3/06, he offers this Saturn instructional for replacing the Upper Engine Mount >Here<. 
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